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DORTER  CHURCH,  BROCKTON,  MASS 
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THE  PORTER  EVANGE AcAL:%H$eM|H  is 

situated  ou  North  Main  Street  opposite  Berkiiuii^PaTk ,  Rrxcktou, 
Mass.  aud  was  built  the  year  that  the  poctwft  ,was  orgai(ij.&£, /J 
1850.   The  steeple  was  blowu  off  duriug  the  gaija^)!  {^itfeinbj)// 
8th,  1H68.    The  church  was  eularged  in  18Wk.and  life  -^psJut 
Pastor  Rev. Albert  Mariou  Hyde  was  installed  iu  beronrtJerlSDa. 
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